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AVOX Systems, Inc. 
Standard Warranty on Aviation Products 


AVOX Systems warrants all of its Aviation products to be free from defects in workmanship 
and materials for a period of one (1) year from the date of original manufacture by AVOX 
Systems. AVOX Systems' obligation under this warranty is limited to replacing or repairing 
(at AVOX Systems' option) Aviation products shown to be defective in either workmanship 
or materials. 


Only personnel of AVOX Systems or, when directed by AVOX Systems, authorized AVOX 
Systems agents are authorized to perform warranty obligations. This warranty does not apply to 
defects or damages caused by repairs of or alterations to Aviation products made by owner or any 
third party unless expressly permitted by AVOX Systems product manuals or by written 
authorization from AVOX Systems. To obtain performance under this warranty, and as a 
condition precedent to any duty of AVOX Systems, the purchaser must notify AVOX Systems to 
determine whether to return product to AVOX Systems or an authorized agent. Any product 
returned to AVOX Systems should be sent to "AVOX SYSTEMS (Attn: Warranty Dept.), 225 
Erie Street, Lancaster, New York, 14086-9502." Shipping charges must be prepaid by the 
purchaser. When AVOX Systems repairs or replaces Aviation products under this warranty, full 
credit for prepaid freight will be provided. 


This warranty does not apply to any malfunction of or damage to Aviation products resulting 
from accident, alteration, misuse, or abuse. Moreover, this warranty does not apply to any 
elastomer components since these components can be affected adversely by undue exposure to 
heat, sun, water, ozone, or other deteriorative elements. 


THIS WARRANTY IS MADE LIEU OF ALL OTHER WARRANTIES, EXPRESSED OR IMPLIED, 
INCLUDING, BUT NOT LIMITED TO, ANY IMPLIED WARRANTY OR MERCHANTABILITY OR 
FITNESS FOR A PARTICULAR PURPOSE. IN ADDITION, AVOX SYSTEMS EXPRESSLY 
DISCLAIMS ANY LIABILITY FOR SPECIAL, INCIDENTAL, OR CONSEQUENTIAL DAMAGES 
IN ANY WAY CONNECTED WITH THE SALE OR USES OF AVIATION PRODUCTS 
MANUFACTRED BY AVOX SYSTEMS AND NO OTHER FIRM OR PERSON IS AUTHORIZED 
TO ASSUME ANY SUCH LIABILITY, ANY IMPLIED WARRANTIES WHICH MAY EXIST, 
NOTWITHSTANDING THIS DISCLAIMER, ARE LIMITED IN DURATION TO THE ONE (1) 
YEAR PERIOD OF THIS STANDARD WARRANTY. 
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